

Analysis of Voices Using Psychological Stress Evaluator Shows . . . 

Oswald Told the forth -He Old Mot Kill JFK 

• • But Justice Warren Lied When He Said He d Found No Evidence of a Conspiracy 


Lee Harvey Oswald was telling 
the absolute, truth when he said 
he did not kill President Kennedy. 

And the late Chief Justice Earl 
Warren lied when he said he’d found 
no evidence of a conspiracy in the 
President’s death. Warren headed the 
commission that concluded JFK was 
killed by a lone assassin. 

Those are the bombshell discoveries 
of the truth-detecting Psychological 
Stress Evaluator (PSE), which tested 
statements made by both men. The PSE 
is so reliable that its results are ac- 
cepted as court evidence in eight states. 

“Oswald told the truth when he de- 
nied that he was responsible for killing 
President Kennedy,” declared Charles 
R. McQuiston, co-developer of the PSE.' 


McQuiston analyzed the statements Os- 
wald made during a madhouse press, 
conference only hours after the Presi- 
dent’s death. A newsman shouted to the 
suspect, “Did you shoot the President?’ 1 
“No! No!” Oswald quickly responded. 

Noted McQuiston, “The situation was 
very emotional, very stressful. In all his 
statements, Oswald shows what could 
be considered normal situational stress 
in his voice patterns. 

“But when he replies ‘No! No!’ to 
the question, his situational stress level 
drops. That’s impossible if he were 
lying.” Another reporter asked Oswald 
if he'd shot the President. “I didn’t 
shoot anybody, no sir,” he replied. 

“This time he shows no stress at 
all,” said McQuiston, “I have to con- 
clude that he believed what he said.” 

The PSE also tested statements made 
by Earl Warren while he was visiting 
Brandeis University in 1972. He told an 
interviewer there were theories that 
Nikita Khrushchev and Fidel Castro — 
or possibly right-wing Texas oilmen — 
were behind the assassination. 

"We explored both of these theories 
for. 10 months, and found no evidence 
that either of them were involved in 
it,” Warren stated. 

McQuiston observed, “The PSE shows 
hard stress on this statement, particu- 
larly on the words ‘and found no evi- 
dence.’ Obviously, there was some evi- 
dence. Perhaps it was something that 
was not properly pursued.” 

Warren said he was aware of severe 
criticism of the commission’s finding 
after the report was issued in 1964, but 
added, “I have found nothing since that 
time (1964, when the commission’s re- 
port came out) to change my view.” 

Declared McQuiston: “When WaTren 
said he’d ‘found nothing to change' my 
view,’ he was lying. It’s quite apparent 
from studying his stress patterns that 
he had found something that impugns his 
commission’s findings.” Warren died in 
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• Oswald’s killer Jack Ruby was defi- 
nitely lying when he said he just 
pened to be in the Dallas police station 
when Oswald was brought out — and 
shot him on the spur of the moment. 

Ruby told an interviewer, “The differ- 
ence" in my meeting this fate (shooting 
Oswald) was 30 seconds one way or the 
other.” 

McQuiston noted that Ruby “showed 
extreme stress and was definitely lying. 
It appears he was at the police station 
for the very reason of shooting Oswald.” 

• The late President Lyndon Johnson 
doubted the conclusions of the Warren 
report, although publicly he expressed 
his belief in them. In a November 1966 
press conference he said, "I know of no 
evidence that would cause any reason- 
able person to have a doubt (about the 
commission’s findings).” 

But, said McQuiston, “He shows ex- 
treme stress at the phrase, ‘I know of 
no evidence.’ He knew something.” 

• Former President Gerald Ford was 
hedging, evasive and may have been 
lying when he defended the Warren re- 
port at a press conference on April 3, 
1975. Ford was asked if he still had con- 
fidence in the findings of the commis- 
sion (he was a member of it). “We said 
the commission had found no evidence 
of a conspiracy, foreign or domestic,” 
he responded. 

“Those words were very carefully 
drafted, and so far I’ve seen no evidence 
that would dispute the conclusions to 
which we came.” 

Noted McQuiston, “His voice shows 
stresses that indicate he’s not telling 
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the whole story. He’s hedging, and may 
not be telling the truth. He avoided the 
questions that were asked — he was 
evasive.” 

• Former Texas Gov. John Connally, 
wounded at the same time Kennedy was 
killed, wasn’t telling the truth when he 
said he believed there was no conspir- 
acy. Talking to the press in 1966, Con- 
nally stated, “I have never believed 
there was a plot.” 

McQuiston called the stress pattern 
on this statement "one of the strongest 
we’ve run into in this investigation. He 
does believe there was a plot.” 
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